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FEDERAL BUREAU OF INVESTIGATION 



Date 



4/E/68 



Detective THOMAS SMITH, Homicide Dureau. Uernnhis 
Police Department, advised that he had taken the following 
photographs on April 4, 19G8. He statod be used 4*5 * 

speedgraphic camera, serial number 969171, equipped with a 
135 mm Grapie* Optar lens, serial number 45917. SMITH 
advised that he used Kodak Tri-X film and number 5 
General Electric photo flashbulbs for the photographs. 

1. Showing blood on veranda, second floor of 
Lorraine Motel, 406 Mulberry. Exposure data: 1/200 second 
F.18, distance approximately 6 feet* 

2 * Front of Lorraine Motel showing rooms 206 
and 306. Exposure data: 1/200 second F.18. distance 

approximately 30 feet. * 

3. Front of Canlpe Amusement Company, 424 8. 

Main, showing bundle. Exposure data: 1/200 socond F.18. 

distance 10 feet. * 

4. Front of the Canlpe Amusement Company, 424 8, 

•homing bundle. Exposure data: distance 10 feet. 

1/200 second F.18. ** 

„ 5 * 8howln « Interior of room 5-B, second floor, 

4Z2j 8. Main Street, shooting southeast from entrance. 
Exposure data: 1/200 second F.18, diatanco 12 feet. 

6. Showing Interior of room 5-B, shooting south 
from entrance. Exposure data: 1/200 second F.18, distance 

0 

* „ 7* ShowlD * socond flopr hallway looking west, 

432 J 8, Main. Exposure data: 1/200 second F.18, distance 

approximately 25 feet. 

8. Showing rear stairs leaving from second floor 
to ground, 422J 8. Main. Exposure data: 1/200 socond F.18. 

. — distance, approximately 25 feet.. 
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®* Showing rear stairs looking towards second 
floor 422$ S. Main, Exposure data: 1/200 second r.18. 

distance 25 feets. ' 

10. Showing entry to roar bathroom second floor, 
422J S. Main. Exposure data: 1/200 second F.18. distance 

15 feet. 



11 * Showing entry of rear bathroom second floor 
looking east 422$ S. Main. Exposure data:- 1/200 second 
F.18, distance 10 feet, 

12. Showing bathtub in rear bathroom second floor 

422j S. Main. Exposure data: 1/200 second F.18. distance 

7 feet. 

13. Showing rear exterior of second floor 4221 

S. Main. Exposure data: 1/200 second F.18, distance 20 feet. 

14. Showing screons found near north wall at rear 

of 422$ 8, Main looking uorthwcst. Exposure data: 1/200 

second F.18, distance 7 feot. 

15. Showing debris at rear of Jim's Grill, 418 8. 

Main. Exposuro data: 1/200 second F.18, distance 7 feet. 

10. Showing footprint- found between 418 and 422$ 

8. Main. Exposure data: 1/200 second F.18, distance 8 feot. 

17. Closeup of footprint found between 418 and 
422$ S. Main. Exposure' data : 1/200 second F.18, distance 

0 feet. f 



The above photographs wore devolopod and printed 
by Detective CALVIN ELLISON, Photographer, Memphis Police 
Department, Memphis, Tennessee. • 
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